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Notes oy se-s0 4, 
1. RESISTORS ARE 1/2 WATT UNLESS OTHERWISE NOTED. seree. md ; 
2. CAPACITORS ARE IN pF UNLESS OTHERWISE NOTED. 
3. VOLTAGES ARE TAKEN WITH A HIGH IMPEDANCE INPUT 
VTVM FROM THE POINT INDICATED TO CHASSIS GROUND. 
4. SYMBOLS USED: SCHEMATIC OF THE 
[_]circutt Boar CONNECTION. = CHASSIS GROUND HEATHKIT® 
V CIRCUIT BOARD GROUND. —F=}+ FERRITE BEAD. 2- METER AMPLIFIER 
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